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THIS WOCOMENT CONTAMRE WFGIN?. [OW APYECTING THE MATICHAL DIFE: 
OF TAR UETTEH CYATER WITHT TEE HEAWING OF THE BSPIOMAGE ACT 20 
U.6.€., 39 AN) 22.49 AMRNORD, 73 TRANSGissIoN Of THE RavELATIOR 
OF 17S COTE TS In ANY WANKER 13 AN DNAUYAORIZGD PEREUR ID Pate 
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. THIS IS UNEVALUATED INFORMATION 


SOURCE 


1. On 15 May 1951, all locomotive columns existing in the Soviet Zone of Germany are 
controlled ly Railroad Office No 7 in Frankfurt/Cder and assimmed to en operations 
office at the Frankfurt/Oder marshaling yard, (1) . 


2, The follavivg is a tabulation of locenotive colums and their locations: 


No of Location Number of Brigades Strencth of 
Loconotive Solum.s ds lige ts oe Dales See hn _ ersonnel 
2 Frankfurt /oder 35 390 
h Prankfurt/Oder 3h 380 
Ls Frankfuct/Oder 3h 386 
8 Franfurt/Oder 36 00 
10 Cotton: 35 390 
1 Uoyersverda 35 390 
Employed fo7 guarding the SCC reserve 2 eee 70 


3. Of the personnel assigned 
district, 1,590 from otter 
fir-ueng 2 chief conductors 
of Locomotive colums consists of: 89C enc 
‘waders; 140 engineers inelucin;- 
vondueterss amd 205 rolling stock 
sen in addition to about 130 administrative Pp 
office for ‘locomotive columns at the Prank?ur 
brigade personnel live in cabooses stationed 


werds, (3) 


kh, The locomotive columns are e 
(1) The SCC reserve 


guard and walatenance detail, (5) 
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» & conductors , 


consists of 30 type 5 
cold at six different places in the zone. 


assistant engineers 
forenen, A 
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%o locomotive colums, 010 are from the Berlin railroad 
districts, A brigade usually comprises 3 engineers 23 

1 rolling stock foreran., The personnel 
meers, 215 of whom serve as brizade’ 

3 435 chief conductors; 130 
total of LO mechanics and maintenance 
ersonnel are assigned to the operations 
t/Oder marshaling yard, “ost of tha 

in Frankfurt/Oder, Cottbus and loyers= 


quipped with a total of 220 type 50 and 52 locomotives, 
0 and type 52 locomotives, They are kept 
Each of these sist groups is assigned a. 
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BE comers. 
(1) ese Locomotive columna, which are composed of German personnel and. 95x41A 
equipment, handle Soviet transit traffic through Poland, The official 


German name of this office is FerneDotri cheyark Ost. Seo [EE 


(2) This confirms previous inforsation. See [EL « According to 
previous information, the personnel assigned to the FerneBetri st 
in early jemnery 1951 amounted to approximately 3,000, See’ 25X1A 
» +he pertinent figures contained in the sresent report ro} 
vo, BEree with this information. BoXIK coe eee 
(3) This confirms previous information, see FEB. 25X1A, 
(h) According to a tabulation of Leconotives of 28 Pebruary 1951, the totel of 


column locomotives amounts to 376 units. See a « While 
the stated munber of 220 operational locomotives is believed to be correct > 
ait has been believed that the number of reserve Locomotive: amounted +o 
(5) ee. 150 instead of &) as mentioned, : 
ig reserve comprises tle Locumotives of the six Locomotive columns 
deactivated in the fall of 1950, The Locations of these reser iobives 
oe a na | these reserve ‘Locomotives 


2 


25X1A 


CoNmenewedcggy>2o1 /us OFFICIALS ONLY 


Approved For Release 2000/04/18 : CIA-RDP82-00457R008500080001-3 


